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Message Text 



UNCLASSIFIED 

PAGE 01 KUWAIT 04290 050603Z 
16 

ACTION NEA-09 

INFO OCT-OI ISO-00 EB-05 DRC-OI RSC-OI /0I7W 

0III63 

R 050440Z OCT 74 
FM AMEMBASSY KUWAIT 
TO SECSTATE WASHDC 1 123 
INFO USDOC WASHDC 
AMEMBASSY BEIRUT 

UNCLAS KUWAIT 4290 

FROM EMBASSY DOHA 

EO 1 1652: NA 
TAGS: BEXP QA 

SUBJ: MAJOR PROJECT: DESALINATION PLANT 
REP: STATE 212448 

1. NAMES OF COMPANIES REFTEL PASSED TO MINISTRY OF ELECTRICITY 
AND WATER DIRECTOR PHILLIPS. HE STATED PIRMS SHOULD ALSO CONTACT 
CONSULTANTS DIRECTLY WITH DETAILS OF MAJOR PROJECTS RECENTLY 
UNDERTAKEN. FIRM MUST HAVE MULTI-STAGE FLASH DESALINATION 
PLANT OF AT LEAST 2 MILLION GALLONS A DAY CAPACITY IN 
SUCCESSPUL COMMERCIAL OPERATION IN ORDER TO PREQUALIPY. CON- 
SULTANTS ARE: EUBANK AND PARTNERS, PRUDENTIAL HOUSE, NORTH 

ST, BRIGHTON, BNl IRW UNITED KINGDOM; TELEX 87273; CABLE 
EUBANPART, BRIGHTON. 

2. TOTAL CAPACITY OF PLANT WILL BE APPROXIMATELY 24 MILLION 
GALLONS A DAY FROM SIX UNITS. CONTRACT FOR FIRST TWO UNITS 
WON BY SIR. FIRMS WILL BE BIDDING ON FOUR REMAINING UNITS 
WHICH WILL HAVE CAPACITY OF 4 MILLION GALLONS EACH. 

3. PHILLIPS FAMILIAR WITH AQUA CHEM BUT HAS NO KNOWLEDGE OF 
OTHER COMPANIES. REQUEST DEPT POUCH INFO ON FIRMS WE CAN PASS 
TO PHILLIPS. AQUA CHEM SUBJECT TO SEPTEL. 

MAU 

UNCLASSIFIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 OCT 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974KUWAIT04290 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740282-0728 
From: KUWAIT 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19741069/aaaacgxz.tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: STATE 212448 
Review Action: RELEASED, APPROVED 
Review Authority: golinofr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 04 NOV 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04 NOV 2002 by ReddocGW>; APPROVED <04-Nov-2002 by golinofr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: DESALINATION PLANT 
TAGS: BEXP, QA 
To: STATE 
Type: TE 
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